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Message Text 

UNCLASSIFIED 

PAGE 01 SEOUL 02200 200256Z 
ACTION FAA-00 

INFO OCT-01 EA-12 ISO-OO CAB-05 CIAE-00 COME-OO 
DODE-OO DOTE-OO EB-08 INR-10 NSAE-00 L-03 XMB-04 
/043 W 

058378 200307Z/61 

R 200230Z MAR 78 
FM AMEMBASSY SEOUL 
TO SECSTATE WASHDC 9938 

UNCLAS SEOUL 2200 

E.O. 11652: N/A 
TAGS: EAIR, KS 

SUBJECT: KCAB BID PACKAGES 

REF: A) 78 STATE 54264; B) 78 STATE 67718 

1 . EMBASSY RECEIVED LETTER DATED OF MARCH 15 FROM KOREAN 
CIVIL AVIATION BUREAU WHICH RESPONDS TO FAA REQUESTS IN REFS 
A AND B. 

2. AS REGARDS THE LETTER OF CREDIT REQUESTED REF A IN SUMMARY 
THE KCAB STATES: THE KCAB IS AWAITING US EXIM BANK 
APPROVAL OF THE FAA-KCAB AGREEMENT BEFORE OPENING THE 
LETTER OF CREDIT. THE REQUEST FOR APPROVAL WAS SENT TO 
EXIM IN A LETTER DATED MARCH 4, 1978. A COPY OF WHICH IS 
ENCLOSED WITH KCAB LETTER TO FAA. 

3. ASSURANCE IS GIVEN THAT THE LETTER OF CREDIT IN FAVOR 
OF FAA WILL BE OPENED AS SOON AS EXIM APPROVAL IS FORTH- 
COMING. THE KCAB ASKS THAT THE TECHNICAL EVALUATION 
PROCEED PRIOR TO THE OPENING OF THE LETTER OF CREDIT AND 
THAT THE EVALUATION BEGIN TWENTY DAYS AFTER THE RECEIPT BY 
KCAB OF A REPLY FROM FAA TO THIS LETTER (OF MARCH 15). 

4. THE KCAB ENGINEER ON THE EVALUATION TEAM, REF B, 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SEOUL 02200 200256Z 

WILL BE HONG. YOON-HIE, (3-B) CHIEF, ELECTRONICS 
SECTION. HE WILL PROCEED TO THE US WITHIN 20 DAYS 
AFTER THE KCAB RECEIVES FAA CONCURRENCE IN THE PROPOSAL 
IN PARA 3 ABOVE. 

5. THE KCAB FUTHER PROPOSES THAT THE PERIOD OF 
EVALUATION BE SHORTENED TO THE FULLEST EXTENT. 
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6. IN ADDITION TO HONG, YOON-HIE THE KCAB INTENDS TO 
SEND A SECOND ENGINEER TO THE US TO WORK WITH THE 
EVALUATION TEAM FOR THE FINAL TWO WEEKS OF THE 
EVALUATION IN ORDER TO GAIN EXPERIENCE IN MAKING 
EVALUATIONS; PROVIDED, THAT THE COMBINED TIME OF BOTH 
ENGINEERS IN THE US WOULD NOT EXCEED 75 MAN DAYS. 

7. THE KCAB REQUEST THAT FAA RESPOND ASAP. 

8. THE LETTER AND THE ENCLOSURE ARE BEING AIRPOUCHED. 
SNEIDER 


UNCLASSIFIED 


NNN 
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